DOCKETED ITEMS     115

-9109050112 Rev 1 to Administrative Procedure RW-1-210, "Process Control Pro-
gram."

* Louisiana Power & Light Co. 85/06/05. 29pp. 59025:142-59025:171.

-9109050116 Rev 2 to Administrative Procedure RW-1-210, "Process Control Pro-
gram."

* Louisiana Power & Light Co. 87/07/10. 33pp. 59025:172-59025:205.

-9109050117 Rev 3 to Administrative Procedure RW-1-210, "Process Control Pro-
gram."

7 Louisiana Power & Light Co. * New Orleans Public Service Co. 89/05/09. 13pp.
59025:206-59025:218.

9109050220 Forwards response to NRC 910701 telcon request for addl info re station
blackoutAnalysis for batteries demonstrates adequate capacity for coping w/4 h sta-
tion blackout. Batteries replaced prior to end of life.

BURSKI.R.F. Entergy Operations, Inc. 91/08/30. Document Control Branch (Docu-
ment Control Desk). 33pp. 59020:231-59020:263.

9109090132 Forwards Rev 7,Change 1 of "Waterford 3 Pump & Valve Inservice Test
(1ST) Plan," per Generic Ltr 89-04.Rev 7, Change 1 of 1ST Plan contains specific relief
requests for deviations from ASME Code 1ST requirements.

BURSKI.R.F. Entergy Operations, Inc. 91/09/03. Document Control Branch (Docu-
ment Control Desk). 2pp. 59055:204-59056:074.

-9109090136 Rev 7,Change 1 of Inservice Testing Plan re pumps & valves.

* Entergy Operations, Inc. 91/09/03. 200pp. 59055:206-59056:074.

9109110187 Documents implementation of listed amends to License NPF-38, per NRR
request.

BURSKI.R.F. Entergy Operations, Inc. 91/09/05. Document Control Branch (Docu-
ment Control Desk). 2pp. 59092:268-59092:269.

9109180024 Informs that on 910903 LJ Callan assumed duties of Director, Div of Radi-
ation Safety & Safeguards.S Collins becomes Director, Div of Reactor Safety & AB
Beach becomes Director, Div of Reactor Projects.

MARTIN.R.D. Region 4 (Post 820201). 91/09/10. BARKHURST.R.P. Entergy Oper-
ations, Inc. 2pp. 59117:058-59117:059.

9109190286 Responds to NRC 910906 request for addl info re 910802 QA program
change submittal.QA Procedure QAP-302, "Conduct of Operations QA Audits,' will be
revised.

BURSKI.R.F. Entergy Operations, Inc. 91/09/17. Document Control Branch (Docu-
ment Control Desk). 2pp. 59165:304-59165:305.

9109300080 Application for amend to License NPF-38,consisting of TS Change Request
NPF-38-117,changing TS Table 4.8-1, "Diesel Generator Test Schedule^ to exlude
failure from count to determine adjustment of test frequency for Train A.
BARKHURST.R.P. Entergy Operations,  Inc.  91/09/25. Document Control Branch
(Document Control Desk). 9pp. 59253:010-59253:022.

-9109300081 Proposed Tech Spec Table 4.8-1, "Diesel Generator Test Schedule."

* Entergy Operations, Inc. 9^9/25. 4pp. 59253:019-59253:022.

Q. Inspection reports, IE Bulletins & correspondence

9108090210 NRC Info Notice 91-049, "Enforcement of Safety Requirements for Radio-
graphers." Svc list encl.

CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
91/08/15. Consolidated Edison Co. of New York, Inc. 68pp. 58923:091-58923:159.

9108140097 NRC Info Notice 91-050, "Review of Water Hammer Events After 1985."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. of New York, Inc. 88pp. 58979:001-58979:090.

9108140275 NRC Info Notice 91-051, "Inadequate Fuse Control Programs." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/08/20.
Consolidated Edison Co. ofNew York, Inc. 86pp. 58979:091-58979:177.

9109040171 Forwards final SALP for period of 891101-910430.Informs that review of
910812 Itr finds Itr to be responsive to initial SALP rept.Evaluation based on insp rept
50-382/89-39 re environ qualification program.

MARTIN.R.D. Region 4 (Post 820201). 91/08/28. BARKHURST.R.P. Entergy Oper-
ations, Inc. 25pp. 58936:145-58936:178.

9109090132 Forwards Rev 7,Change 1 of "Waterford 3 Pump & Valve Inservice Test
(1ST) Plan," per Generic Ltr 89-04.Rev 7, Change 1 of 1ST Plan contains specific relief
requests for deviations from ASME Code 1ST requirements.

BURSKI.R.F. Entergy Operations, Inc. 91/09/03. Document Control Branch (Docu-
ment Control Desk). 2pp. 59055:204-59056:074.

-9109090136 Rev 7,Change 1 of Inservice Testing Plan re pumps & valves.

*  Entergy Operations, Inc. 91/09/03. 200pp. 59055:206-59056:074.

9109130043 Forwards 910507-08 audit trip rept re review of status of C-E Owners
Group program on reanalysis of pressurizer surge line for thermal statification effects
concerning Bulletin 88-011.

WIGGINTON.D.L Project Directorate IV-1. 91/09/09. BARKHURST.R.P. Entergy Op-
erations, Inc. 8pp. 59098:312-59098:319.

9109110056 NRC Info Notice 91-055, "Failures Caused by Improperly Adjusted Test
Link in 4.16 KV GE Switchgear." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment- (Post 870411). 91/09/16.
Consolidated Edison Co. of New York, Inc. 87pp. 59263:106-59263:194.

9109190254 Responds to NRC Itr re violations noted in insp rept 50-382/91 -21 .Correc-
tive actions:addl guidance provided on initiation of corrective actions.
BURSKI.R.F. Entergy Operations, Inc. 91/09/17, Document Control Branch (Docu-
ment Control Desk). 5pp. 59167:050-59167:054.

R. Periodic operating reports & related correspondence

9109050091 Forwards "Semiannual Radioactive Effluent Release Rept - 910101-0630"
& Rev 1,2 & 3 to Administrative Procedure RW-1-210 "Process Control Program."
BURSKI.R.F. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 1p. 59025:080-59025:218.

-9109050096 "Semiannual Radioactive Effluent Release Rept - 910101-0630."

*  Entergy Operations, Inc. 91/06/30. 34pp. 59025:081-59025:140.

-9109050112 Rev 1 to Administrative Procedure RW-1-210, "Process Control Pro-
gram."

* Louisiana Power & Light Co. 85/06/05. 29pp. 59025:142-59025:171.

-9109050116 Rev 2 to Administrative Procedure RW-1-210, "Process Control Pro-
gram."

* Louisiana Power & Light Co. 87/07/10. 33pp. 59025:172-59025:205.

-9109050117 Rev 3 to Administrative Procedure RW-1-210, "Process Control Pro-
gram."

*  Louisiana Power & Light Co. * New Orleans Public Service Co. 89/05/09. 13pp.
59025:206-59025:218.

9109050243 Forwards fitness for duty performance data for Jan-Jun 1991 for ANO Units
1 & 2,Grand Gulf Nuclear Station Unit 1 & Waterford 3.

MCGAHA.J.R. Entergy Operations, Inc. 91/08/29. Document Control Branch (Docu-
ment Control Desk). 13pp. 59029:340-59029:352.

9109170257 Monthly operating rept for Aug 1991 for Waterford 3.W/910913 Itr.
KLLONA.LA,  BURSKI.R.F.  Entergy Operations,  Inc.  91/08/31.  7pp.  59121:241-
59121:247.

S. Reportable occurrences, LERs & related correspondence

9109060034 LER 88-030-03:on 881110,unsealed penetration noted in floor & wall of re-
actor auxiliary bldg computer room.On 910802, fire dampers in 3 h fire barrier not
inspected.Caused by inadequate design.Insp procedure changed.W/910903 Itr.
HOLDER.A.L.. PACKER.D.F. Entergy Operations, Inc. 91/09/03. 12pp. 59059:259-
59059:270.
/

9109110152 LER 91-017-00:on 910808,water in pressure transmitter sensing lines
found.Caused by inadequate procedure. Procedure (OP)-009-008 will be revised to re-
quire sensing lines to be drained when draining safety injection tank.W/910909 Itr.
VINCI.D.W. Entergy Operations. Inc. 91/09/09. 6pp. 59111:007-59111:012.

9109180020 Forwards "Trip ReptOnsite Analysis of Human Factors of Event at Water-
ford 3 on 910624 (Manual Reactor Trip w/ Excess Steam Demand)."
ROSENTHAL.J.E. Reactor Operations Analysis Branch. 91/09/11. NOVACK.T.M. Divi-
sion of Safety Programs (Post 870413). 3pp. 59134:256-59134:281.

-9109180027 "Trip ReptOnsite Analysis of Human Factors of Event at Waterford 3 on
910624 (Manual Reactor Trip w/Excess Steam Demand)."

JONES.M. EG&G Idaho, Inc. (subs, of EG&G, Inc.). MEYER.O. Idaho National Engi-
neering Laboratory. EGG-HFRU-9823. 91/09/30. NOVACK.T., SPENCE.R.,
TRACER,E. Office for Analysis & Evaluation of Operational Data, Director. 23pp.
59134:259-59134:281.

9109180145 LER 91-018-00:on 891102,ASME Class 3 wafer disc discovered to have
been inadvertently installed in containment isolation valve CC-710.Caused by inad-
equate procedure. Procedure revised.W/910913 Itr.

HOFFPAUIR.J.G., PACKER.D.F. Entergy Operations, Inc. 91/09/13. 8pp. 59157:226-
59157:233.

9109180151 Special repton 910820.EDG secured during surveillance test due to power
dropping resistor failure.Power dropping resistor assembly replaced.Health & safety of
public & plant personnel not affected by this event.

PACKER.D.F. Entergy Operations, Inc. 91/09/13. Document Control Branch (Docu-
ment Control Desk). 5pp. 59145:338-59145:342.

9109190291 LER 90-019-02:on 901212,both trains of control room air conditioning dis-
covered inoperable.Caused by control room envelope.Surveillance Procedure PE-5-
004, "Control Room Air Conditioning Sys Surveillance," revised.W/910916 Itr.
AZZARELLO.R.G.,    PACKER.D.F.    Entergy    Operations,    Inc.    91/09/16.    14pp.
59166:205-59166:218.

9109200268 Special rept SR-91-003-01:on 910406,inservice eddy current exam of facili-
ty SG tubing completed by Westinghouse.Rept submitted per tech specs 4.4.4.5 &
6.9.2.Rotating Pancake Coil exam results verified no detectable degradation.
PACKER.D.F. Entergy Operations, Inc. 91/09/16. Document Control Branch (Docu-
ment Control Desk). 18pp. 59169:313-59169:330.

9109270191 LER 91-019-00:on 910825,reactor trip occurred on loss of power to control
element  drive   mechanism   motor  generator  sets.Caused   by   unforseen   design
problem.Mod considered by sys engineering to replace pushbutton.W/910924 Itr.
HOFFPAUIR.J.G., PACKER.D.F. Entergy Operations, Inc. 91/09/24.11pp. 59263:210-
59263:220.

DOCKET 50-387 SUSQUEHANNA STEAM ELECTRIC STATION, UNIT 1

F. Security, medical, emergency & fire protection plans

9109040083 Responds to NRC 910730 request for addl info re Rev 4 to fire protection
review rept.Rev 4 to "App R Multiple High Impedance Fault Analysis" encl.
KEISER.H.W. Pennsylvania Power & Light Co. 91/08/29. BUTLER.W.R. Project Direc-
torate I-2. 6pp. 58977:001-58978:174.

-9109040095 "App R Multiple High Impedance Fault Analysis."
* Stone & Webster Engineering Corp. * ASTA, Inc. SEA-EE-194 R04. 91/03/22.
500pp. 58977:007-58978:174.luding solid
